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TORRANCE,  CALIFORNIA 


Wholesale  Price  List  of  choice  Iris  bulbs,  subject  to  being  sold. 
Terms  strictly  cash  with  order. 


DUTCH  IRIS  FILIFOLIA  IMPERATOR 

1st  size,  per  100  bulbs $6.00  per  1000  bulbs $50.00 

2nd  size,  per  100  bulbs 5.00  per  1000  bulbs 40.00 

3rd  size,  per  100  bulbs 4.00  per  1000  bulbs 30.00 

Selected  planting  stock  of  above,  per  1000 .$15.00 

Imperator  is  a strong  grower,  a splendid  bloomer,  a rafiict  multiplier,  and  is  in 
every  way  very  satisfactory.  s L 1 I;  F , 
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DUTCH  IRIS  FRANS  HAU§  JUL  6 


★ ! 


The  falls  are  pale  primrose,  standards  pearl  blue, 
tall  strong  stem,  excellent  for  cutting. 


■y  early  and  free  bldomear, 


1st  size,  per  100 $6.00  per  1000  $50.00 

2nd  size,  per  100 5.00  per  1000  40.00 

3rd  size,  per  100 4.00  per  1000  30.00 

Planting  Stock,  per  1000 $15.00 


DUTCH  IRIS  REMBRANDT 

Wide  deep  blue  standards,  falls  rich  blue  with  bright  orange  spot.  With  us  three 
weeks  earlier  than  Imperator. 

1st  size,  per  100 $6.00  per  1000  $50.00 

2nd  size,  per  100 5.00  per  1000  40.00 

3rd  size,  per  100 4.00  per  1000  30.00 

Planting  Stock,  per  1000 $15.00 


DUTCH  IRIS  HUTCHTENBERG 


Falls  orange  yellow,  standards  palest  blue,  a beautiful  combination.  Early,  free, 
and  dependable,  tall  stem.  Stock  is  very  scarce;  only  a few  to  offer  this  season. 

Per  100  bulbs  $10.00 


DUTCH  IRIS  ALBERT  CUYP 

A tall,  early,  white  flower;  form  good.  Splendid  for  cutting. 

Per  100  bulbs  


$6.00 


DUTCH  IRIS  HOBBEMA 


Large  flowers;  white,  inside  faintly  tinged  blue;  falls  large,  pale  yellow  with  orange 
blotch.  Blooms  with  Imperator.  True  stock  is  scarce. 


Per  100  bulbs 


$6.50 


DUTCH  IRIS  VAN  EVERDINGEN 


Very  early;  large,  white  with  yellow,  orange  blotch.  Very  satisfactory  as  a cut 
flower.  Stock  is  scarce. 

Per  100  bulbs  $8.00 


DUTCH  IRIS,  HART  NIBBRIG 

Brilliant  clear  blue,  medium  height.  Blooms  with  Imperator. 

Per  100  bulbs 


$6.00 
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